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AN  ELECTROMECHANICAL  PULSE  SOURCE 

G.A.  Sipaylov,  A.V.  Loos,  Yu. A.  Romanov  and  V.P.  Sergeyev 

Scientific  Research  Institute  of  Automation  and  Electromechanics 
with  the  Tomsk  Polytechnical  Institute 

There  is  a  known  electromechanical  pulse  source  which  contains 
a  self-excited  asynchronous  generator  with  commutation  apparatus. 

In  this  proposed  Invention,  in  order  to  increase  the  frequency 
of  pulse  succession,  the  winding  of  the  rotor  of  the  generator  is 
comprised  of  two  mutually-perpendicular  parts,  one  of  which  Is 
short-circuited,  while  the  other  is  closed  across  a  commutation 
apparatus  which  is  opened  after  the  current  pulse  in  the  load  until 
the  emf  is  restored. 

Figure  1  shows  the  schematic  of  the  electromechanical  pulse 
source,  while  fig.  2  shows  the  curves  for  the  emf  of  the  generator 
(1)  and  the  load  current  (iH). 

The  schematic  of  the  pulse  source  contains  commutators  1 — 3, 
a  short-circuited  winding  of  the  rotor  4,  a  stator  winding  5,  and 
a  rotor  winding  6.  In  the  starting  condition  the  commutators  1 — 3 
are  open  and  the  rotor  of  the  generator  is  caused  to  turn  at  a 
constant  speed  w.  As  the  machine  is  not  under  excitation,  there 
are  no  losses  of  an  electromagnetic  nature,  but  only  mechanical 
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losses.  The  kinetic  energy  accumulated  by  the  rotor  may  be  retained 
as  long  as  desired,  in  view  of  the  insignificant  mechanical  losses. 

For  excitation,  the  commutator  1  (t1  in  fig.  2)  is  closed. 
Whereas  in  asynchronous  machines  with  symmetrical  rotor  the  process 
of  self-excitation  is  measured  in  seconds  or  dozens  of  seconds,  in 
this  particular  case  the  process  of  self-excitation  occurs  in  several 
periods  of  the  emf  of  the  generator.  This  is  physically  explained 
by  the  fact  that  there  is  a  uniaxial  short-circuited  winding  4  on 
the  rotor  and,  consequently,  at  those  moments  of  time  when  the 
axes  of  the  stator  winding  5  and  the  rotor  winding  4  are  mutually 
perpendicular,  there  is  nothing  to  prevent  the  stator  flux  from 
penetrating  the  rotor.  As  a  result,  the  flux  in  the  machine  rises 
very  quickly  and  the  self-excitation  is  finished  after  two-four 
periods  of  the  emf  of  the  generator.  After  the  self-excitation, 
the  commutator  3  is  closed  and  thus  a  symmetrical  system  of  windings 
is  formed  on  the  rotor,  which  is  characteristic  for  asynchronous 
impact-type  generators.  After  this,  the  machine  is  ready  for  oper¬ 
ation. 

At  the  moment  when  the  emf  of  the  generator  passes  through 
zero  (t2  in  fig.  2),  the  load  is  included  by  the  closure  of  commu¬ 
tator  2.  At  the  moment  when  the  load  current  iH  passes  through 
zero  (t^  in  fig.  2),  the  commutator  2  is  opened  and  then,  at  the 
next  passage  of  the  current  through  zero  in  the  rotor  winding  6, 
the  commutator  3  is  opened.  A  uniaxial  short-circuited  contour  is 
formed  on  the  rotor  by  winding  4.  During  the  current  pulse  there 
is  a  significant  reduction  in  the  emf  as  a  result  of  the  armature 
reaction,  while  after  the  disconnection  of  the  load  there  is  an 
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increase  in  the  emf.  The  eraf  is  restored  at  great  speed  since, 
as  for  the  original  self-excitation,  there  is  nothing  to  prevent 
the  stator  flux  from  penetrating  the  rotor.  The  restoration  of 
the  emf  to  the  value  preceding  the  current  pulse  occurs  in  two-four 
emf  periods.  After  the  restoration  of  the  emf,  the  commutator  3 
is  closed  and  the  generator  is  again  ready  for  hooking  up  the  load. 

At  the  moment  when  the  emf  of  the  generator  passes  through  zero 
( t ^  in  fig.  2),  the  load  is  once  again  included  by  the  closing  of 
commutator  2.  After  this,  the  processes  repeat  themselves.  Thus, 
the  device  can  provide  a  frequency  of  pulse  succession  which  is 
determined  by  the  duration  of  several  emf  periods.  This,  in  its 
turn,  assures  a  concentration  of  larger  powers  in  the  load  and, 
consequently,  enlarges  the  capabilities  of  asynchronous  impact 
generators  as  storages  and  sources  of  large  pulsating  powers. 

The  Subject  of  the  Invention 

An  electromechanical  pulse  source,  containing  a  self-excited 
asynchronous  generator  with  commutators ,  distinguished _by  the  fact 
that ,  in  order  to  increase  the  frequency  of  pulse  succession,  the 
winding  of  the  rotor  of  the  generator  consists  of  two  mutually-perpendicular 
parts,  one  of  which  is  short-circuited,  while  the  other  is  closed 
across  a  commutator  which  is  opened  after  the  current  pulse  in  the 
load,  until  the  emf  is  restored. 


3 


